Q.  Are there miners walking on the road where
you generally operate your vehicle?

A.  Just down in the shop area.

Q.  In your daily operation, would you pass fairly
close to these people?

A.  Yes.  I used to drive in front of the shops
three or four times during the day for a sprinkle
of water out there, to keep the dust down.

Q.  Could you visualize a situation, under those
circumstances, where you would have to stop quickly?

A.  Like I say, if I would have had an emergency
stop, I couldn't have made it.

Q.  You thought you couldn't have done it?
A.  Yes.  That's exactly right,

On cross-examination, Mr. Gonzales confirmed that he drove the water
truck for some three hours before the inspector arrived for his inspection.
He also confirmed that he was with the inspector for a couple of hours
before he got around to inspecting the water truck, and that prior this
time the inspector had inspected some other haulage trucks in the pit area,
Mr. Gonzales confirmed that during his normal course of work he would
drive with a load of water down the same slope where the truck was tested
with the inspector (Tr. 71).  He confirmed that he did not previously
report the brake conditions of the (truck in writing on his daily reports,
but did report it orally and the foreman "writes it down on a notebook"
(Tr. 74).  He also. indicated that foreman Barnett told him he ."was tired
of-writing it down" (Tr, 75).

Norman Thomas confirmed that he was employed at the quarry on
July 6, 1981, as a truck driver and that he operated the No. 10 haul truck
from the pit area to the -mill or to the waste dump.  He indicated that
the truck is a 35 ton truck, and he confirmed that it was cited by
Inspector Goodspeed on July 6, 1981, and that he was the driver during
the day shift.  He confirmed that the brakes on the truck "haven't been
good for three or four months, maybe longer than that" prior to the time
the inspector cited it (Tr.,98).  He stated that on July 6 "you could
put on all the brakes and they wouldn't hold you with a load on that hill"
He identified "the hill" as "the one by the north shop that we tested
it on" (Tr, 98).  He confirmed that he had previously reported the brake
conditions to shift boss Ed Westover or Keith Barnett within a month
prior to July 6th, and that the reports were either oral or in writing
(Tr. 99-100).
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